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ACTION OES-05 

INFO OCT-01 EUR- 1 2 ISO-OO HEW-06 USIA-15 PA-02 PRS-01 

CIAE-00 INR-07 NSAE-00 /049 W 

058487 

P 011545Z APR 75 

FM AMEMBASSY ROME 

TO SECSTATE WASHDC PRIORITY 0355 

UNCLAS ROME 4666 

OES/SCI FOR DR. BEAUBIEN 

E.O. 1 1652: N/A 
TAGS: BRTA. IT. SWEL 

SUBJECT: VISIT BY ITALIAN DELEGATION TO US TO VIEW HEALTH CARE 
DELIVERY CENTERS 

REF.: ROME A-789, DEC. 31. 1974 

1. PROFS. ANGELINI AND SERRA AND DR. CESARETTI, MEMBERS OF 
ITALIAN PRESIDENT S SELECT COMMISSION ON THE APPLICATION OF 
AMERICAN ADVANCED TECHNOLOGY TO IMPROVEMENT OF ITALIAN MEDICAL 
CARE DELIVERY WOULD LIKE TO VISIT (SPONSORED BY ITALIAN FOREIGN 
MINISTRY) FOLLOWING AMERICAN TELEMEDICINE CENTERS DURING THE 
WEEKS OF APRIL 14-27. EMBASSY WOULD APPRECIATE IF OES/SCI 
WOULD CHECK TO SEE IF FACILITIES AND PERSONS CONNECTED WITH THEM 
WOULD BE AVAILABLE DURING THE DAYS LISTED BELOW. SPECIFIC TIMES 
WILL BE ARRANGED BY THE DELEGATION UPON ARRIVAL IN THE US. 

REGRET SHORT NOTICE. 

DATE LOCATION FACILITY & CONTACT 

APRIL 14 NEW YORK MT. SINAI HOSPITAL 
WAGNER BI-DIRECTIONAL LINK 

15-16 WASHINGTON GODDARD - MR. MARSTON 

WASHINGTON NIH - MR. N. WEISMAN OR J. REARDON 
" WESTINGHOUSE - MR. SUSSMAN 
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17 MIAMI WESTINGHOUSE TELEMEDICINE 
PROGRAM 

18-19 PUERTO RICO SAN IUAN HOSP. TELEMEDICINE 
PROGRAM 

20- 21 CHATTANOOGA, 

TENN TVA MOBILE HEALTH CENTER - 
DR. CRAIG 

21- 22 HOUSTON NASA - MR. S. BELASCO OR 

DR. SAM POOLE 

GE - MR. E. BEITEL 
(TEL: 713 3324511 EX. 338) 

23-24 PAPAGO RESERV- 
ATION CLEARANCE NECESSARY FROM 
ARIZONA MR. R. FARRELL - NASA HDQTRS. 

24 SAN FRANCISCO EL CAMINO HOSPITAL 

25 OAKLAND KAISER MEDICAL CENTER 

26-27 BOSTON MASS. GENERAL HOSP. 

BEDFORD VETERANS ADMIN 
LOGAN AIRPORT 

27 DEPART FOR ITALY 
BEAUDRY 
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